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COMPETITIVE EVALUATION - GS-07's SECRETARY STENOS 
. DATE OF DIV. 
NAME DIVISION GRADE FR RATING SP_RATING 
(Pts. ) 
STAT 22 Dec 1974 95 HP 
30 Sept 1973. 5§ 87 VC 
25 July 1971 76 vc 


6 October 1976 


ADMEERATVE-INTERNAL USE ONLY 


Approved For Release 2006/01/12 : CIA-RDP91-00452R000100080021-8 


